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3      It is warranted that all buildings and plant required by any
authority or by the Insurers to be inspected shall be so
inspected and records kept of such inspection and that any
matter in consequence requiring attention shall be promptly
dealt with

4      It is warranted that the Insured shall observe and fulfil the
provisions  of the  Act and of any regulations made or
directions given under the Act and the conditions attached
to  the Licence  in  so far  as  such  provisions regulations
directions and conditions relate to anything to be done or
complied with by the Insured

CONDITIONS

1    This Policy and the Schedule shall be read together as
one contract and any word or expression to which a specific
meaning has been attached in any part of this Policy or of the
Schedule  shall  bear  such  specific  meaning wherever it may
appear

2    The Insured shall give written notice to the Insurers of
any occurrence accident claim or proceedings immediately the
same shall have come to the knowledge of the Insured or the
Insured's representative

3    The Insured shall not without the consent in writing of
the Insurers repudiate liability negotiate or make any admission
offer promise or payment in connection with any occurrence
accident claim or proceedings and the Insurers shall be entitled
if they so desire to take over and conduct in the name of the
Insured the defence of any claim or to prosecute in the name
of the Insured at their own expense and for their own benefit
any claim for indemnity or damages or otherwise against any
persons and shall have full discretion in the conduct of any
proceedings and in the settlement of any claim and the Insured
shall give all such information and assistance as the Insurers
may require

4    This Policy may be cancelled at any time by two months'
notice by registered letter from the Insurers to the Insured and
in such event the Insurers will return a pro rata portion of the
premium for the  unexpired part of the current period of
insurance

5    The Insured shall take all reasonable precautions to pre-
vent accidents   The Insurers shall at all reasonable times have
access to inspect the Site